EPA TALKING POINTS 



Twenty-four of the thirty studies reviewed by the EPA do not 
support the agency's conclusion. Those twenty-four reported no 
statistically significant association between ETS and lung cancer. 

The EPA relied on 11 studies conducted in the U.S. to estimate 
the relative risk associated with ETS; not one of these studies 
originally achieved statistical significance overall. The EPA 
forced a conclusion of increased risk by lowering the standards 
used by researchers. 

The EPA ignored one of the largest and most recent studies on 
ETS, funded in part by the National Cancer Institute, which 
reported no overall statistically significant association between 
ETS* and lung cancer. 

EPA also exceeded its statutory authority. EPA's authority over 
indoor air quality stems totally from the Radon Act, which 
prohibits the agency from pursuing a regulatory program with 
regard to indoor air. EPA clearly intended its actions to have 
regulatory impact. 


Source: https://www.industrydocuments.ucsf.edu/docs/sffkOOOO 
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